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Message Text 

UNCLASSIFIED 

PAGE 01 THE HA 04224 311513Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-09 EB-08 COME-OO /036 W 

024406 311902Z/44 

R 311335Z JUL 78 
FM AMEMBASSY THE HAGUE 
TO SECSTATE WASHDC 3075 

UNCLAS THE HAGUE 4224 

E.O. 11652: N/A 
TAGS: BEXP. NL 

SUBJECT: FDA ADVISORY-FIRM INITIATED "RECALL' 1 OF ELECTROSURGICAL 
UNIT (RECALL T-095-8) 

REF: STATE 189960 

IN COMPLIANCE WITH REFTEL EMBASSY CONTACTED STOPLER 
INSTRUMENTEN, WHO INFORMED US THAT THEY DID NOT HAVE 
AN ASPEN LABS SOLID STATE ELECTROSURGICAL UNIT IN 
THEIR PROGRAM. STOPLER INFORMED US THAT THESE UNITS 
WERE NOT AVAILABLE OR IN OPERATION ANYWHERE IN THE 
NETHERLANDS. THEY WERE AWARE OF ASPEN S PROGRAM, 

HAVING RECENTLY CONTACTED THE COMPANY REGARDING 
ANOTHER MATTER. 
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Errors: N/A 
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